
ABOUT R.W. PETRUSO HEARING & AUDIOLOGY CENTER OF 

WESTERN PA 

PROFESSIONAL HEARING LOSS MANAGEMENT 

Family owned and operated, R. W. Petruso Hearing & Audiology Center has been serving 
the Western Pennsylvania area for 36 years. With a commitment to the hearing impaired 
we provide excellent quality products and services at 10 convenient locations. We offer 
state of the art testing equipment and custom fitting using the latest technology in 
hearing instruments. 
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Robert W. Petruso is a licensed, board certified hearing aid fitter. He 
received his Associate of Arts degree from Butler Community College 
in 1972, his BAfrom the University ofEdinboro in 1996 and attended 
' graduate school in Miami, OH. 



Dr. Robert W. Petruso II is a doctor of audiology, receiving his 
Doctorates degree in Audiology from the Pennsylvania College of 
Optometry in 2004, Masters Degree in Audiology from University of 
Pittsburgh in 2001, BAfrom the University ofEdinboro in 1996 and 
1999. 'Doctor Rob" has been a hearing aid wearer since the age of 5 
and is very knowledgeable in the audiology and hearing aid industry. 



Dr. Kelly Green joined the team of board certified hearing specialists 
and clinically certified audiologists at R. W. Petruso Hearing and 
Audiology Center, INC in June of 2013. She is a graduate of General 
McLane High School, earning her B.S. at Edinboro University of PA 
and her doctorate of Audiology from Missouri State University in 
Springfield Missouri. 





COMPLETE LINE OF HEARING AIDS 



If you have hearing loss comes try the latest in hearing aid technology at R.W. Petruso 
Hearing & Audiology Center. With 1 0 locations serving Western PA, Doctor Rob Petruso 
has been a hearing aid wearer since the age of 5 and is very knowledgeable in the 
audiology and hearing aid industry. With the latest in digital technology, modern 
hearing aids can be small enough to be comfortable and almost undetectable. We have 
various styles and levels of hearing aid technology available to you to fit your lifestyle 
and budget. With no obligation to buy, we offer a 30 day trial return policy and offer free 
batteries with each hearing aid purchased. 

The Latest Hearing Aids Include: 




COMPLETELY IN CANAL (CIO RECEIVER IN THE CANAL (RIO IN THE CANAL (ITC) 




Contact Us 

R.W. Petruso Hearing & Audiology Center 
937 Park Ave 
Meadville, PA 16335 
814-724-6211 
Get directions to our Meadville, PA 

Hearing & audiology location 
Email = info@petrusohearing.com 
Phone = Toll Free 800-475-9192 
http:/ / petrusohearing.com 



